
25X1 A 


STRUCTURE AND ADDITION OF LEADS NO EDGE SCOOPS, SHOW THAT TEST 25X1 A 

INSTALLATION IS SATISFACTORY FOR DRAG CHUTE INSTALLATION, AND 

INSTALLATION. 25X1A 

INSTALLATION., 


2. ECP 26 2 WILL BE SUBMITTED TO COVER 


25X1 D 


WE ARE PROCEEDING WITH KITS IN ADVANCE OF WRITTEN APPROVAL. 


25X1A 





4. rcF 


3728 (OUT 54056 ) - WE ARE ASSUMING THAT AUTHORITY 


GRANTED IN THIS MSG ARE FOR COMPLETE INSTALLATION KITS IN J ~57 


ARTICLES IN ACCORDANCE WITH ECP 26-1, 
AFFECTED. 

END OF MESSAGE 
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